Mill Brook Study Group 
Of the Master Plan Implementation Committee 
Thursday September 1 5, 2016 
Town Hall Annex, First Floor Conference Room 
6:00-7:10PM 


Facilitator: Laura Wiener, Asst. Director of Planning 

Objective: To review Mill Brook observation updates and determine next steps. 
Desired Outcomes: Determine implementation steps for the coming year. 


What 

Who 

Time 

Review of Brook Walk (9/9/16) 

• Share ideas generated by group members from 
walking tour and each Mill Brook section 
reviewed. 


Working Group 

6:00-6:30 
(30 min) 

Follow up from last meeting 
• Updating Abutters List 


Laura 

6:30-6:35 
(5 min) 

Next steps 

• Clean-up along Mill Brook 

• Zoning amendments 

• Working with other Town groups (DPW, Parks & 

Rec) 

• Other ideas 


Working Group 

6:35-6:55 
(20 min) 

Future meeting dates 


Working Group 

6:55 to 7:00 
(5 min) 





